From: O'Brien, Elisabeth (DPH) 

Sent: Tuesday, August 07, 2012 11:29 AM 

To: Salemi, Charles (DPH); Saunders, Della (DPH); Lawler, Michael (DPH); Piro, Peter (DPH); 

Corbett, Kate (DPH); Glazer, Lisa (DPH); Tran, Mai (DPH); Renczkowski, Daniel (DPH); 
Medina, Nicole (DPH); Lleshi, Hevis (DPH); Frasca, Daniela (DPH) 

Cc: Zanolli, Janice (DPH); Sprague, Shirley (DPH); Phillips, Gloria (DPH) 

Subject: drug receipts 

I just want to remind everyone that as of July 5 th 2012 chemists should find a copy of the drug receipt with each case that 
they are assigned. For any sample prior to that date chemists will have to request a copy of the receipt through Janice. 
Please just check the date on the envelope before automatically putting in a request...the traffickings and most recent 
expedited samples/resubmittals should already have a copy of the drug receipt. Thank you! If you have any questions let 
me know. 
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